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TAGS: ASEC 

SUB J : AMMAN TECHNICAL EQUIPMENT 

REF: A) STATE 266034; B) AMMAN 8513 

1. IN RESPONSE TO REFTEL(A) FOL INFO IS SUBMITTED FOR 
ASSISTANCE: 

A) PER PARA 1. REFTEL(B): LINE CARD IN PDI 803 HAD ONE 
BURNED-OUT LIGHT BULB, STATION9. TSO REPLACED WITH UNUSED 
LIGHT BULB, STATION ONE. TWO NEW MONITOR LINE CARDS ARE RE- 
COMMENDED. 

B) EVM-9 MONITOR FOR CONSULAR COMERA IS POSITIONED BETWEEN 
TWO EVM-9 MONITORS FOR ROOF CAMERAS. AMBIENT LIGHTING 
RESULTS IN DARKER IMAGE ON CONSULAR MONITOR. TSO RECOMMENDED 
INCREASED LIGHTING IN CONSULAR WAITING ROOM. IN JANUARY OF 
1975, AT RSO REQUEST, TSO PETERSON REPLACED 25 MM LENS 

(WHICH GAVE VIEW OF ONLY ONE CONSULAR WINDOW) WITH A 12.5 
MM LENS TO ALLOW BOTH CONSULAR WINDOWS AND CONSULAR INNER- 
OFFICE DOOR TO BE VIEWED. IN OCTOBER, CURRENT RSO AMMAN IN- 
DICATED HE DESIRED VIEW OF ENTIRE CONSULAR WAITING 
ROOM. TSO SUGGESTED POSSIBLE RELOCATION OF CAMERA. THIS 
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RSO AMMAN THEN DISCUSSED WIDE ANGLE LENS AND LOW-LIGHT -LEVER 
CAMERA. TSO EXPRESSED DOUBT AS TO EFFECTIVENESS DUE TO DIS- 
TORTION OF IMAGE FROM 6 MM LENS AND INABLILTY TO DISCERN 
HOSTILE ACTIONS FROM FAST MOVING TARGETS WITH LOW PERSIS 
TANCY CAMERA. 

C) SUGGEST REPLACEMENT OF VIDECON TUBE OR INSTALLATION OF 
MTC-21 MARK II. PERHAPS REPLACEMENT OF OLD DVM-9 WITH 
NEWER MODEL COULD BE OF ASSISTANCE. 

3. TSR FOR LATEST VISIT AMMAN TO FOLLOW SOONEST. 

HELMS 
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